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Emergency Elevator Procedure 


The General Services Administration has requested this office to 
acquaint all employees with emergency elevator procedures. 

The elevators in this building are not equipped with telephones. 

In the event of any emergency, there is an alarm button on the operating 
panel, and a repair man on duty at all times to answer any calls. If 
you are trapped on the elevator, you will be released within ten to 


fifteen minutes. 



